AMENDMENT NO. 1 JULY 2021 
TO 


IS 16040 : 2012/ISO 1446 : 2001 GREEN COFFEE — 
DETERMINATION OF WATER CONTENT — 
BASIC REFERENCE METHOD 


(Adoption of ISO 1446 : 2001/Amd.1 : 2011) 
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WARNING — Persons using this International Standard should be familiar 
with normal laboratory practice. This standard does not purport to address 
all of the safety problems, if any, associated with its use. It is the responsibility 
of the user to establish appropriate safety and health practices and to ensure 
compliance with any national regulatory conditions. 
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